WATER 



ASYLUMS, BATHS, CLUBS, 
HOTELS, OFFICE BUILDINGS, 

PUBLIC INSTITUTIONS, 

RESIDENCES, &c. 
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NEW YORK CONTINENTAL 
JEWELL FILTRATION CO. 

1201 HARRISON BUILDING, PHILA.. PA. 

New York Office 
15 BROAD STREET 



NEW YORK FILTER 



pvO YOU WANT your water 
supply tor domestic or manu- 
facturing purposes made bright, 
sparkling and wholesome, free from 
Typhoid and other disease germs 



WE CAIN DO IT! 



Issued December, 



NEW YORK FILTER. 



HOUSE FILTER. 

Si e larger cut on pagt 6. 
liter is connected with the main 
supply pipe in the basement or cellar of a 
• other lniilclint;'. All of the water 
entering the premises posses through the Filter, 
is thoroughly filtered and purified, and is drawn 
ai and sparkling front every spigot, 
free from typhoid germs. The entire opera- 
tion of the Filter is controlled by 
and is therefore so simple that the most ig- 
[omestic can readily understand and 
operate it. 

One of the luxuries of filtered water is. 
t hat where a porcelain-lined bath-tub is 
used and new sanitary improvements in the 



way of plumbing arc put in the house, they 
are never stained and made unsightly by 
the mud found in most water supplies, nor 
are the valves throughout the house cut out 
by the sand and grit. The saving of expense 
in connection with repairs to plumbing, valves. 
pays I ir the cost of the Filter. 

Your Plumber can attach the Filter to your 
present service pipe in a few hours ; all you 
have to do is to turn a handle and get bright, 
sparkling water. Then once a day turn this 
handle in the opposite direction, which allows 
the water to enter the Filter in the reverse ' 
direction — at the bottom — and after flowing 
about ten minutes, all the dirt and disease 
germs taken from the water during the day's 
run will be washed out of the Filter into the 
sewer, and the Filter will lie read}' again for 
service. 

The small tank shown at the top of Filter 
holds alum in solution; a few pounds of 
crystal alum put into this tank will last for 
days, one pound being sufficient for every 
7,000 gallons of water filtered. 

The action of the alum is as follows : 

It unites with the carbonate of lime in the 
water and produces hydrate of alumina — an 
entirely harmless substance like the white of 
an egg — which forms a coating on the sand 
grains in the Filter-bed, and stops microbes 
and organic matter from passing through with 
the water. 
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STE PIPE 



HOUSE FILTER. 




House Service Pipe ) XT . . . , , 
and ' / Not furnished 

Filter ) h y us - 





Top View of 
Coagulating Tank. 



HOUSE FILTEKS. 

ich diameter y A inch connections. 



See Schedule of Capacities, etc., page 12. 
7 



NEW YORK FILTER. 




VERTICAL TYPE SECTIONAL WASHING 
PRESSURE FILTERS. 

30 in. diameter up to 10 ft. diameter. 

See foot note on page p. 

For Hotels and all places requiring clear, 
bright water, free from typhoid germs and 
all matters in suspension. Also for Boiler 
Feed and all manufacturing purposes. 



SECTIONAL WASHING. 

In the Sectional Washing Filters shown in 

this cut, the wash water, under pra 

the Filter at bottom, passes up and out at 

top : the entire force of this reverse current 

ashing is directed against one-third 

of the bed only, for about five minutes, then 

iff and the central one-third of the 

tired in the same manner; lastly, 

the remaining one-third is washed. 

By this system of washing the Filter-bed, 
a thorough attrition and scouring of particles 
is accomplished, as the entire supply of water 
and pressure is directed against the one-third 
of the bed being washed, and no partitions 
are necessary to divide the bed, as the cur- 
rent i- forced up nearly in a straight line. 
No power or machinery for stirring the bed 
is required when cleansing Filters by sectional 
washing. 

Sectional washing is used in all our Filters 
over 20 inches in diameter. 

Note.— The inside and outside parts and filtering 
material are shipped separately. We do not furnish 
the cement and rubble used in the bottom of Filters 
above 30 inches diameter size, nor the waste pipe, 
broken pipe and unshaded parts shown in cuts. De- 
livery in all cases f. o. b. cars at our works, Jersey 
City.N.j. 



FILTERED WATER MEANS 

To Householders : 

A saving in doctors' and plumbers' 
bills. Pure, bright water from every 
spigot, free from disease germs. 

To Plumbers: 

An enlarged business through sale and 
installation of niters. 

To Bottlers: 

Clear, sparkling beverage, free from 
all specks. 
To Laundries: 

Saving in soap : white laundry work ; 
increased trade. 

To Paper Hills : 

Snowy pulp ; spotless paper. 

To Textile flanufacturers : 

Uniform color in dyed goods. Pure 
white in white goods. 

To Water Works: 

Additional consumers ; larger divi- 
dends. 
To Boilers : 

A feed water free from mud and the 
oil and grease in condensed steam 



IN WRITING FOR INFORMATION REGARDING 
FILTRATION, PLEASE STATE. 



ist. — What is the source of water supply? 
2nd. — The size of supply pipe to filter. 
3rd.— The maximum pressure in supply pipe. 
4th. — The maximum number of gallons per 

minute to be filtered. 
5th. — Is the water clear, turbid, hard or soft? 
6th. — Has the water any odor or taste, or does 

it contain any vegetable matter? 
7th. — Is the water used for drinking or for 

mechanical purposes? 
8th. — If water is for boiler feed, please state 

horse power of boiler and the steam 

pressure carried. 
9th. — Send us a copy of any analysis you have 

of the water. 
See Schedule of Sices, Capacities, etc., page 12. 



Upon the receipt of the information above 
requested, we will either answer by return 
mail, or we will give the matter personal 
attention. We will, in all cases, guarantee 
results to be satisfactory in every particular. 



SCHEDULE OF VARIOUS SIZ 

PRESSUP 
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Tft.9 in. 
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ft. 


- 


4 in. 4 in 
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6,0 




ft 


^ft.ll in. 


( in.6 k 


11 -" 
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ft. 


20 ft. long 


- in. 8 in 


3OC-40O 





raN it\ Filters o! either l 
Delivery in all c« 



?EV)F "NEW YORK" FILTERS. 

RErYPE. 





Approximal 
Weights 


Test 


Hour ,H„., 






Filter Bed 


"i'i'ji',' 


300 


4,320-7 200 


370 


135 


450 


ioo ibs. 


420 


7,200 10,000 


545 


200 


600 


100 " 


900 


L4, 400-21,600 


1,500 


300 


1,650 


100 " 


1,800 


28.800-43,200 


1,625 


G60 


150 


100 '■ 


8,400 


13,200 57,600 


2 351 


B7E 


5,700 


100 " 


3,600 


57,600-86 100 


3,401 


96! 


9,150 


ioo 


6,000 


100,800-144,1 


5,100 


1,320 


14,550 


100 " 


9,000 144,000-216. 1 


li 16E 


2.081 


23,600 


101 


15,000 244,800-360,000 


1 1,501 


3.97J 


40,000 


1110 " 


.'4,1 432,000-576,000 


18.051 


6,941 


64,000 


' 



\\ e have our Filters now operating in al 
sections of the country on all classes of watei 
tor domestic and manufacturing purposes, in 
eluding one hundred and sixty-two City Wate 
Works Filter Plants, where our Filters hav. 
been repeatedly tested and found removing 
over 99 per cent, of the pathogenic germs. 



PARTIAL LIST OF USERS 
IN PHILADELPHIA, PA. 

BOTTLERS AND BREWERS 

Cunningham Supply Co. 



HOTELS. HOSPITALS. 
APARTTENT HOUSES, 
OFFICE BUILDINGS, Etc 






& Supply Co. 
s & Co. 
ineral Water 



Geo. Roesch. Brown Bros. & Co.'s Bid 

Arnholt & Schaefer Brewing Cathedral Parish House 
Co - Catholic Home for Desti 



Country Club 
DeLong Building 
Eighth Ward Settl 



PHILADELPHIA USERS.- Continued. 

rtis P. Clayton 
H. G. Craven 
Colonarle Hotel Laundrj 
Thomas E. Houston 
E. Levi & Bro. 
Metzler Bros. 
Oliver K. Reed. 
William E. Pereira 



e University 
ical College 



Whiti 



nan & Crai 



Rectory, Church of Our 


Phila. Toilet & Laund 


Mother of Sorrows 




St. Peter's Mission House 




St. Vincent's Home 


C. S. & H. G. McMull 


The Haddock Memorial Home 


W. A. Struble 




Schmucker Bros., Rea 




Pa. 


St. Joseph Orphan Asylum 


PLUMBERS. 


Parkside Apartment House 
Reading Terminal 


R. II. Watson 




John J. Byrne 


Phila-AC. Swimming Pool 


C. S. Warfield 
Anderson & Adams 






Thompson's Spa 
United Gas Impt. Co. 
Woman's Hospital 


Toy & Bro. 
Thos. D. Clark 
H. C. I.owden & Son 
Thos. G. Moore 


ICE riANUFACTURERS. 


Ch°° wflkT/son 


Ice Mfg. Co. of Germantown 


Robert J. McNally 


Glen Willow Ice Mfg. Co. 


Thos. J. Barry 


Philadelphia Warehousing and 




Cold Storage 


Britton & Shaw 




H. L. Righter 


LAUNDRIES. 


H. L. David 


Wm. M. Barnes 


Hoben & Doyle 


Byrne & Miller 


R. G. Loughery 


Jos. H. Brown 


Odgers Bros. 


Thomas Clements 


Fred. H. O'Neill 


Lewis G. Carr 


W. F. Rentschler & Br 



PHILADELPHIA USERS.— Continued. 



RESIDENCES. 


Colket. G. H. 


Allinson, E. P. 


Carson, Hampton L. 


Antelo, A. J. 


Cochran, W. G. 


Anderson, Wm. 


Cresson, Mrs. Em. 


Axford, John 


Cooke, Jay, 3rd 


Bailey, John 


Coles, Edward 


Barclay, A. C. 


Clark, Walton 


Barnes, John Hampton 


Catherwood, John H. 


Buehler, W. G. 




Bailey, Francis G. 


Chambers, Francis T. 


Bement, Wm. B. 


Clark, E. Walter 


Bergner, C W. 


Calhoun, John 


Bell, Samuel 


Camac, V 


Bushnell, Joseph, Jr. 


Coles, Miss Mary 


Brooke, Hunter 


Converse, John H. 


Brinlcy, Chas. A. 


Corlies, -Mrs. .1. Fishe 


Bartlett, Chas. F. 


Cramp, Chas. H. 


Busch, Henry E. 


Cramp, E. C 


Borie, Mrs. M. C 


Craven, J. J. R. 


Bodine, Samuel T. 


Cresswell, Chas. T. 


Liuckley, Edw. S. 


Cuyler, Thos. DeWitt 


Barnes, W. H. 


Disston, H. 


Bockins, Morris R. 


Dilley, F. P. 


Banks, Geo. W. 


Drexel, J. R. 


Brock, Arthur 


Dixon, W. B. 


Brock, John W. 


Davis, Sussex D. 


Baker, Robt. 


Donaldson, Wm. F. 


Brown, Henry P. 


Dolan, Thomas J. 


Bushnell, C. E. 


Darrach, Dr. James 




Dunlap, James 


Bartol, Mrs. E. J. 


Davis, Dr. E. P. 


BeU, J. Fred., Jr. 




Blynu, Henry 


Doherty, J. I'. 


Brown, Henry L. 


Dana, C. S. 


Bromley, Jos. R. 


R. H. 


Brown, Wm. Findlay 


Engel, Theo. 


Browning, Edw. 


Evans, Mrs. Thos. W. 


Butler, E. H. 


Elliott, Mrs. S. M. 


Catherwood, Mrs. H. W. 


Erben. Henry 


Carstairs, Mrs. James 


Frazier, Dr. Chas. 


Cresson, Geo. V. 


Fraz.er, Mrs. X. 


Crowell, H. P. 


Freedley, A. T. 


Crozer, J. D. 


Filbert, Dr. 


Cheston, Dr. D. Murray 


Frismuth, E. H., Jr. 



PHILADELPHIA USERS.— Continued. 



Frailoy. Jos. C. 
Puraess, H. H., J 
Frazicr, W. W. 
Freeman, Miss M 


C 


Giles. A. S. 
Gallagher, Chris. 
Gerstlev, H. 
Griffin, X. J. 
Godshalk, E. H. 




Gibbs, W. W. 

Goodfellow, Geo. 





Guernsey, Dr. J. C. 

Cratz, Alfred 
Gibson, Mrs. Rebecc 
Gibson, Alfred C. 
Gown, Mrs. Jas. 
Grove, Henry S. 
Geary, John W. 
Gibson, Mrs. J. How 
Gilbert, F. B. 
Greenough, E. W. 



Hale 


Mrs. Jas. C. 


Hanc 


oek, John C. 


Hark 


less, Morns VV 


Hart 


Mrs. H. C. 


Hein 


, Walter S. 


Hend 


erson, J. G. E 


Hend 


erson, Thos. 


Hent 


, J. Henry 


Heri 


g, Walter E. 


Hcor 


er, Robert P. 


How 


, Arthur Wl.it 


How 


, Dr. H. N. 


How 


11, Mrs. Geo. R 


Hub 


, George 



is, J. Campbell 

le, F. K. 

:, Dr. Barton Cooke 



PHILADELPHIA USERS —Continued. 



r.eslev, Robert 

Lewis, Mrs. John T. 

Liter, Dr. E. H. 

Liter, E. H., Jr. 

Lovering, Joseph F. 

Lute, Dr. Geo. H. 

McClure, Col. A. K. 

McGuire, E. T. 

Miller, Chas. J. 

Mansfield, John H. 

Mcllvaine, H. C. 

McMutrie, Henry 

Morton, Dr. T. G. 

Maule, S. G. Morton 

Miller, E. Rittenhouse 

Marks, Ferdinand 

Morris"'!!— E " Jr ' Rodman? Mrs!' d" K. 



McDowell, M. E. 
Mohr, Dr. C. 
Morris, Mrs. R. D. 

McMichael, Mrs. Wa 



Partridge, Edwin F. 
Patterson, H. C. 
Patton, Mrs. Rose E. 



p 


rk< 


L. H. 


p 




n, Frank 


p 




e, Calvin 


p 


rot 


Wm. S., T 


p 




Axel E. 


p. 




ant, H. E. 


p 




Geo. C. 


p 


:i 


Dr. Wm. 
M. 


R 


vlr 


rn, Wm. S 


Kicha 


ds, A. L. 


K 

K 


:,, 


ray, J. 

ds, Mrs. T 



Ross, Mrs. C. K. 



Rosengarten. F. H. 
Rexsamer, Mr. 
Riedsel, J. F. 

Roberts, Percival, Jr. 
Riley. Lewis A. 



PHILADELPHIA USERS. Continued. 



Scott, Chas. H. 
Shippcn. S. S. 
Stoughton, A. B 



Swoyer, Mrs. J. J. 
Thomas. Augustus 
Trumbull, Chas. Gallaudet 
Taylor, Chas. C. 
Tyler, Helen B. 
Thayer, Judge M. R. 
Taitte, Mrs. C. G. 
Thomas, Robert C. 

Trotter. Nathan 

Turnbull, Frederick LO - 

Vansant, H. Cheston Boericke & Taf« 



MISCELLAMEOUS. 

Browne 
1 Hardware & Heat 



Geo. S. Graham 
Harrison Bros. & Co. 
Ketterlinus Lithographic Mfg. 



i Fibre-Graphite Mfg. 



Model Coffee House 
Stewart Bread Co. 
The Standard Steel Worl 



PHILADELPHIA USERS. -Continued. 

KLUXBirs < TEXTILES. 



Public School 
A. C. Wood 
Horn & Hardar 



John Bromley & Sons 
Joseph Greer 
R. Greenwood & Bault 
Hamilton Finishing Worl 
It-high Mfg. Co. 
Tilling & Madeley 



Co. 
Penna. Ri 
Tenna. K 

Pa. 
Midvale : 

Wm. & H 



i, Frankford, Pa. 



i R. Keii 

lames Hal 
G J. Littl 



SHIRT nANLFACTLRERS. 

Walter M. Steppacher & Bro. 

Jordan Mfg. Co.. Chester, Pa. 

SUGAR REFINERIES. 



IS u 




COAGULANT TANK. 



